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OFFICIAL PROCEEDINGS OF 


THE BOARD OF CANVASSERS 


POLICEMEN’S AND FIREMEN’S 
RETIREMENT SYSTEM 





Proceedings, December 19, 1961 





December 19, 1961 
Lansing, Michigan 
Retirement Board Room 
8th Floor, City Hall 
8:30 O’Clock P.M. 

The Board of Trustees met as a Board 


of Canvassers for the December 18th and 
19th, 1961 election. 


ROLL CALL 


Present—Trustees Cushman, Graves, Jack- 
son, Miller, Shewell—5. 


Absent—Trustees Bowerman, Peck, Ryan, 
Seelye—4. 


Present: Gerald J. Lonergan, Secretary. 


Report of Election Inspectors: 


STATEMENT OF VOTES CAST AT FIRE- 
MAN MEMBER TRUSTEE ELECTION 
DECEMBER 18th AND 19th, 1961 


FIREMAN MEMBER TRUSTEE for the 
term ending December 31, 1966: 


TOTAL VOTES CAST—130. 
75 for Walter Keast. 
53 for Gordon Adsit. 
2 voided ballots. 
Signed: 


LEONARD LABIODA. 
KARL JAKOVAC, 
Election Inspectors. 


It was moved and supported that Walter 
Keast, he having received a majority of all 
votes cast at the election held December 
18 and 19, 1961, be declared elected to the 
office of Fireman Member Trustee for the 
5 year term beginning January 1, 1962 and 
ending December 31, 1966. 


Carried. 


The Board adjourned. 


GERALD J. LONERGAN, 
Secretary. 
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